BREAST & CERVICAL CANCER CONTROL PROJECT STATUS REPORT 
December 1992 —April 23 , 2003 (statewide) 


Total Women 59,735 


CBE Total 83,110 : 
Mammograms 49,911 AGE: All Screenings 
Pap tests 83,691 
Age 18-29 20.9% (22,155) 
30-39 16.2% (17,171) 
40-49 24.1% (25,562) 
50-64 33.5% (35,433) 
65+ 5.3% (5,581) 
Race White 74.8% (44,649) 
African American 22.7% (13,572) 
Asian 0.7% (393) 
Hawaii/P Islanderican 0.0% ( 3) 
Native American/AK 6% (350) Race: Initial Screening 
Other 1.3% (760) 
Hispanic Origin 3.0% (1,772) 23% 
Educational Status 
8th grade or less 8.6% (5,096) 
Some High School 23.1% (13,797) 
High School Grad 45.1% (26,926) 
Some College 15.9% (9,522) 
College Grad 4.4% (2,648) 
Unknown 2.9% (1,746) 
Pap Test Results 
Negative 85.7% (71,964) Pap Ages 
ASC-US 6.8% (5,728) 
LG_SIL 5.0% (4,234) 
ASC-H 0.0% (14) 
High SIL/CIS 1.8% (1,547) 
Squamous Cell CA 0.06% (58) 
AGUS 0.1% (103) 
Unsatisfactory/Other 0.3% (264) 
(66 f/u pending, 8,475 f/u complete, 330 cervical cancers 
(251 CIS 79 Invasive)) 30-39 40-49 50-64 65+ 
CBE Results 
Normal 92.3% (76,712) 
Follow Up Complete 7.5% (6,260) Mammogram Age 
Follow Up Pending 2% (138) 
Mammography Results 
Negative 60.1% (30,036) 
Benign finding 22.7% (11,337) 
Probably Benign 8.2% (4,108) 
Suspicious abnormality 2.7% (1,348) 
Highly Suggestive Malig 0.4% (220) 
Incomplete 5.7% (2,844) 
Unsatisfactory 0.04% (18) 


(53 f/u pending, 6,378 f/u complete, 4205 breast cancers 
(30 CIS 390 Invasive)) 


